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CONFIDENTIAL 

PAGE 01 ROME 01832 071627Z 

45 

ACTION PM-03 

INFO OCT-01 EUR- 1 2 ISO-OO CIAE-00 INR-07 NSAE-00 RSC-01 

OES-03 EPA-01 CEQ-01 NSC-05 SP-02 SS-15 L-02 AEC-05 

ACDA-05 OMB-01 /064W 

069650 

R 071543Z FEB 75 
FM AMEMBASSY ROME 
TO SECSTATE WASHDC 9431 
INFO SECDEF WASHDC 
CNO 

CINCUSNAVEUR 

CINCLANT 

COMSUBLANT 

COMSIXTHFLT 

COMSUBGRUEIGHT NAPLES 

COMSUBREFITGRU LA MADDALENA 

COMNAVSEASYSCOM WASHDC 

USDOCOSOUTH 

CONFIDENTIAL ROME 1832 

E.O. 11652: GDS 
TAGS: MARR.MNUC.IT 

SUBJECT: RADIOLOGICAL MONITORING IN ITALY 

REF: A. STATE 027744 
B. ROME 1833 

MISSION WELCOMES INFORMATION AND INSTRUCTIONS IN REF A. 

EMBOFFS PLAN VISIT CNEN WEEK OF FEB 10 TO INFORM THEM OF OFFER 
TO JOIN USN MONITORING EFFORT THIS QUARTER, TO PASS INFO 
CONTAINED IN PARA 4 OF REF A, AND TO REQUEST GENERAL DESCRIPTION 
OF SAMPLE RESULTS. DATT WILL TAKE CARE OF CAMEN PORTION OF 
ACTION REQUEST. EMBOFFS ALSO HAVE MEETING SCHEDULED AT MFA 
SAME TIME FRAME DURING WHICH MONITORING EFFORT IN LIGHT OF BOTH 
REFTELS WILL BE ONE OF LA MADDALENA ITEMS DISCUSSED. VOLPE 

CONFIDENTIAL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MONITORING 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 07 FEB 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: GolinoFR 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975ROME01832 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D750046-0106 
From: ROME 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750262/aaaacdro.tel 

Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION PM 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 027744 
Review Action: RELEASED, APPROVED 
Review Authority: GolinoFR 
Review Comment: n/a 
Review Content Flags: 

Review Date: 04 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <04 JUN 2003 by ElyME>; APPROVED <05 JUN 2003 by GolinoFR> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: RADIOLOGICAL MONITORING IN ITALY 
TAGS: MARR, MNUC, IT 
To: STATE 
Type: TE 
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